FIRST  METHODIST  CHURCH 

LaGrange,  Georgia 

Founded  in  1828.  Present  building  constructed 
in  1963-64  by  Traylor  Construction  Company; 
Bothwell  and  Nash,  Architects.  Historic  bell, 
dating  from  past  century,  mounted  in  tower, 
electronically  controlled. 
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